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7 November 1967 


MEMORANDUM FOR: Executive Director-Comptroller 


SUBJECT : Report of Cable Secretariat Operations 


1 - 31 October 1967 


1. Cables Processed 


A. The combined work units of CIA and non-CIA cables totaled 65, 402 


items broken down as follows: 


CIA IN 20, 805 
GIA OUT 8,543 
Miscellaneous (including Archives (725) 5,249 
Non-CIA 30, 805 


% Total Work Units 65,402 


om CIA IN and OUT cables totaled 300,620 for 1 January - 31 October 
1967; an increase of 6% over the same period in 1966 (283, 908) and 14% 


more than the base period 1963 (233,257). 


C. Non-CIA cables for 1 January - 31 October 1967 totaled 283, 767, 
an increase of 16% over the same period in 1966 and 90% more than the 


base period in 1963 (149, 574). 


D. Work units totaled 635,253 for 1 January - 31 October 1967 which 
is 10% more than the same period in 1966 (578, 365) and 38% more than the 


base in 1963 (460, 845), 


E. 1,431 cables of 2.4% of all cables processed were furnished to the 


Director, as compared to 926 or 2% for September 1967. 


2. Personnel 


Last month we gained three and lost two persons. This leaves us with 


25X1A a strength of | iad us five persons short of our T/O of 


Cable Secretary 
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